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TO : DIRECTOR 

trom : LINCOLN 

ACTION: WH (PBS)(1~5) 

INFO : Y/H (Lj.) 




LINC 5820 (IN 17880 ) 0152 Z 15 JUN 5 I 4 . ROUT INE 

PRECEDENCE 


TO: PRIORITY INFO: DIR CITE: SLINC 

RY8AT PBSUCCESS 
FOR CADICK 
RE: 


1 0 DAILY OP/SIT REP DES I RE0 o SEND AT 1200 o 
2c CABLE ANALYSIS INDICATES SHOCK TROOP STRENGTH I 4.5 BOND 
60 HANK, ADVISE IF AND WHEN FULL STRENGTH OBTAINED,, 

NO WORD RECEIVED RE DISPATCH OF HORNETS OR STATUSo 
REQUEST SPECIAL CABLE THIS SUBJECT AND CODE WORDS FOR EACH TEAM 
PLUS SPECIFIC AREAS OF OPERATION,, 

b rC SIT REP SHOULD REFLECT ARMS MOVEMENT STATUS AND SIGNAL 
NET OPERATIONS IN PROGRESS PLUS CESSNA AIR 0PS o 

5„ STERILIZE FOR FCP TO GROUP, SEND PR50RJTY C UTILIZE 
THIS MEANS SUMMARIZATION TO COMBINE INFO MSGS THUS REDUCING 
TRAFFIC TO ACTION MSGS„ 
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